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उपभोक्ता मामले , खाद्य और सार्वजनिक वितरण मंत्रालय 


( उपभोक्ता मामले विभाग ) 
(भारतीय मानक ब्यूरो) 

अधिसूचना 


नई दिल्ली , 12 अक्तूबर , 2017 


का . आ . 3409 ( अ). भारतीय मानक ब्यूरो नियम , 1987 के नियम 7 के उपनियम ( 1) के खंड ( ख ) के अनुसरण में भारतीय 
मानक ब्यूरो एतद्द्वारा अधिसूचित किया जाता है कि भारतीय मानक, जिनके विवरण इसके साथ अनुबंधित अनुसूची के द्वितीय कॉलम में 
दिए गए हैं वे तृतीय कॉलम की तिथि से निरस्त कर दिए हैं और वापस ले लिए गए हैं । 


__ अनुसूची 


क्रम संख्या 


( 1) 


रद्द किये गए मानक ( कों) की संख्या एवं वर्ष 

( 2 
आई एस 3231 (भाग 0) : 1986 


रद्द होने की तिथि 

( 3 ) 
7 जून 2017 


आई एस 3231 (भाग 1/ अनुभाग 1) : 1986 


7 जून 2017 


आई एस 3231 ( भाग 1 / अनुभाग 2 ) : 1986 


7 जून 2017 


आई एस 3231 ( भाग 1/ अनुभाग 3) : 1986 


7 जून 2017 


आई एस 3231 (भाग 2/ अनुभाग 1) : 1987 


7 जून 2017 


आई एस 3231 ( भाग 2/ अनुभाग 2) : 1987 


7 जून 2017 
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318 H 3231 (HTT 2/3TTATT 3) : 1987 


7 of 2017 


3115 H 3231 (HTT 3/3TT TT 1) : 1987 


7 A 2017 


3417 TA 3231 (PTT 3 /37TH TT 2 ) : 1987 


7 OLA 2017 


3115 TH 3231 (HTT 3 /3TTATT 3) : 1987 


7 a 2017 


3175 TH 3231 (HTT 3/3TTANT 4 ) : 1987 


7 at 2017 


315 TH 3231 (HTT 3/3T TT 5 ) : 1987 


7 H 2017 


[ #cof: 9a / TH - 3 ] 
सी . बी . सिंह , अपर महानिदेशक 


MINISTRY OF CONSUMER AFFAIRS , FOOD AND PUBLIC DISTRIBUTION 


(Department of Consumer Affairs ) 
( BUREAU OF INDIAN STANDARDS ) 

NOTIFICATION 


New Delhi, the 12th October, 2017 


S .O . 3409 ( E ). — In pursuance of clause (b ) of sub-rule (1 ) of Rule 7 of the Bureau of Indian Standards Rules , it 
is , hereby notified that the Indian Standards, particulars of which are given in the second column of the Schedule hereto 
annexed has been cancelled on the date against it in the third column and stands withdrawn . 


SCHEDULE 
No., Year & Title of the Indian Standards Cancelled 


Sl. No . 

( 1 ) 


(2 ) 


Date of Cancellation 

( 3) 
7 June 2017 


7 June 2017 


7 June 2017 


7 June 2017 


IS 3231 (Part 0 ) : 1986 Electrical relays for power systems protection 
Part 0 General Introduction and list of parts 
IS 3231 (Part 1/Sec 1) : 1986 Electrical Relays for Power System 
Protection Part 1 General Requirements Section 1 Contact Performance 
IS 3231 (Part 1/Sec 2 ) : 1986 Electrical Relays for Power System 
Protection Part 1 General Requirements Section 2 Insulation Tests 
IS 3231 (Part 1/Sec 3 ) : 1986 IEC 2554 Electrical Relays for Power 
System Protection Part 1 General Requirements Section 3 High 
Frequency Disturbance Test for Static Relays 
IS 3231 (Part 2/Sec 1 ) : 1987 IEC 255100 Electrical Relays for Power 
System Protection Part 2 Requirements for Principle Families Section 1 
All- or-nothing Relays 
IS 3231 (Part 2/ Sec 2 ) : 1987 Electrical Relays for Power System 
Protection Part 2 Requirements for Principle Families Section 2 General 
Requirements for Measuring Relays 
IS 3231 (Part 2 /Sec 3) : 1987 IEC 2558 Electrical Relays for Power 
System Protection Part 2 Requirements for Principal Families Section 3 
General Requirements for thermal relays 


7 June 2017 


7 June 2017 


7 June 2017 
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7 June 2017 


7 June 2017 


10 . 


7 June 2017 


| IS 3231 ( Part 3/ Sec 1 ) : 1987IEC 2553 Electrical Relays for Power 

System Protection Part 3 Requirements for Particular Group of Relays 
Section 1 Nonspecified Time or Independent Specified TimeMeasuring 
Relays 
IS 3231 ( Part 3/ Sec 2 ) : 1987 IEC 25513 Electrical Relays for Power 
System Protection Part 3 Requirements for Particular Group of Relays 
Section 2 Dependent Specified Time Measuring Relays 
IS 3231 ( Part 3/ Part 3) : 1987 IEC 25513 Electrical Relays for Power 
System Projection Part 3 Requirements for ParticularGroup of Relays 
Section 3 Biased Percentage Different Relays 
IS 3231 ( Part 3/ Sec 4) : 1987IEC 25512 Electrical Relays for Power 
System Protection Part 3 Requirements for Particular Group of Relays 
Section 4 Directional Relays and Power Relays 
IS 3231 (Part 3 /Sec 5 ) : 1987 IEC 25516 Electrical Relays for Power 
System Protection Part 3 Requirements for Particular Group of Relays 
Section 5 Impedance Measuring Relays 


7 June 2017 


7 June 2017 


[Ref: PUB /GN - 3 ] 
C. B. SINGH, Addl. Director General 


अधिसूचना 


नई दिल्ली , 23 अक्तूबर , 2017 


( 1 ) 


का . आ . 3410( अ). भारतीय मानक ब्यूरो नियम , 1987 के नियम 7 के उपनियम ( 1) के खंड ( ख ) के अनुसरण में भारतीय 
मानक ब्यूरो एतद्वारा अधिसूचित किया जाता है कि भारतीय मानक , जिनके विवरण इसके साथ अनुबंधित अनुसूची के द्वितीय कॉलम में 
दिए गए है वे तृतीय कॉलम की तिथि से निरस्त कर दिए हैं और वापस ले लिए गए हैं । 

अनुसूची 
क्रम संख्या - रद्द किये गए मानक ( कों ) की संख्या एवं वर्ष 

रद्द होने की तिथि 
( 2 ) 

( 3 ) 
आई एस 1870 : 1965 

29 अक्तूबर 2015 
आई एस 2281 : 2005 

24 अक्तूबर 2016 
आई एस 3896 (भाग 1) : 1978 ( पहला पुनरीक्षण ) 

24 अक्तूबर 2016 
आई एस 3896 (भाग 2) : 1985 (पहला पुनरीक्षण ) 

24 अक्तूबर 2016 
आई एस 3600 (भाग 6) : 1983/ आई एस ओ 5177 : 1984 

24 अक्तूबर 2016 
आई एस 4132 : 2005/ आई एस ओ 6506-3 : 1999 ( दूसरा 

24 अक्तूबर 2016 
पुनरीक्षण) 
आई एस 4133 : 2002/ आई एस ओ 6507 - 3 : 1997 ( दूसरा 

24 अक्तूबर 2016 
पुनरीक्षण) 
आई एस 4133 (भाग 1 ) : 1986 ( पहला पुनरीक्षण ) 

24 अक्तूबर 2016 
आई एस 11945 : 1987 

24 अक्तूबर 2016 


[ संदर्भ: पब/ जी एन - 3] 
सी . बी . सिंह, अपर महानिदेशक 
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NOTIFICATION 

New Delhi, the 23rd October , 2017 
S . O . 3410 ( E ). — In pursuance of clause (b ) of sub -rule (1 ) of Rule 7 of the Bureau of Indian Standards Rules, it 
is, hereby notified that the Indian Standards, particulars of which are given in the second column of the Schedule hereto 
annexed has been cancelled on the date against it in the third column and stands withdrawn. 

SCHEDULE 
Sl. No . No. and Year of the Indian Standards Cancelled 

Date of Cancellation 


(1 ) 


( 2 ) 


( 3) 
29 Oct 2015 


IS 1870: 1965 Comparison of Indian and Overseas Standards for 

Wrought Steels forGeneral Engineering Purposes . 


24 Oct 2016 


24 Oct 2016 


IS 2281 : 2005 Method for Verification of Brinell Hardness 

Testing Machines 
IS 3896 (Part 1 ) : 1978 Comparison of Indian and Overseas 
Standards for Iron Castings Part 1 Grey Iron Casting (First 

Revision ) 
IS 3896 (Part 2 ) : 1985 Comparison of Indian and Overseas 
Standards for Iron Casting Part 2 Spheroidal Graphite Iron 

Castings ( First Revision ) 
IS 3600 (Part 6 ) : 1983/ISO 5177 : 1984 Methods of Testing 
Fusion Welded Joints and Weld Metal in Steel Part 6 Transverse 


24 Oct 2016 


24 Oct 2016 


Side 


24 Oct 2016 


24 Oct 2016 


IS 4132 : 2005/ ISO 6506 - 3 : 1999 Method for Calibration of 
Standardized Blocks to be Used for Brinell Hardness Testing 

Machines (Second Revision ) 
IS 4133 : 2002/ ISO 6507- 3 : 1997 Method for Calibration of 
Standardized Blocks to be Used for Vickers Hardness Testing 

Machines ( Second Revision ) 
IS 4133 (Part 1) : 1986 Method for Calibration of Standardized 
Blocks to be Used for Vickers Hardness Testing Machines ( First 

Revision ) 
IS 11945 : 1987 Charge Chrome 


24 Oct 2016 


24 Oct 2016 


vailabl Offices:Koo,Guwahati, ardsbis.in 


Copies of these standards are available for sale with Bureau of Indian Standards, Manak Bhawan , 9 , Bahadur Shah Zafar 
Marg , New Delhi- 110002 ; Regional Offices: Kolkata , Chandigarh , Chennai, Mumbai and Branch Offices : Ahmedabad , 
Bengaluru , Bhopal, Bhubaneshwar , Coimbatore , Guwahati, Hyderabad , Jaipur, Nagpur, Patna , Pune, Kochi. Online 
purchase of Indian Standards can bemade at http ://www . standardsbis.in . 


[ Ref: PUB /GN -3 ] 
C . B . SINGH, Addl. Director General 
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